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§1 92.61 9 Maximum allowable operating 
pressure: Steel or plastic pipelines. 



— > (a) No person may operate a segment of 
steel or plastic pipeline at a pressure that 
exceeds a maximum allowable operating 
pressure determined under paragraph (c) or 
(d) of this section, or the lowest of the fol- 
lowing; 

(1) The design pressure of the weakest 
element in the segment, determined in ac- 
cordance with Subparts C and D of this 
part. However, for steel pipe in pipelines 
being converted under §192.14 or uprated 
under subpart K of this part, if any variable 
necessary to determine the design pressure 
under the design formula (§ 1 92. 1 05) is un- 
known, one of the following pressures is to 
be used as design pressure: 

(1) Eighty percent of the first test pres- 
sure that produces yield under section N5 of 
Appendix N of ASME B3 1 .8 (incorporated 
by reference, see § 192.7), reduced by the 
appropriate factor in paragraph (a)(2)(h) of 
this section; or 

(ii) If the pipe is 12% inches (324 mm) 
or less in outside diameter and is not tested 
to yield under this paragraph, 200 p.s.i. 
(1379 kPa) gage. 

(2) The pressure obtained by dividing 
the pressure to which the segment was 
tested after construction as follows: 



(i) For plastic pipe in all locations, the 
test pressure is divided by a factor of 1 .5. 

(ii) For steel pipe operated at 100 p.s.i. 
(689 kPa) gage or more, the test pressure is 
divided by a factor determined in accor- 
dance with the following table: 





i 

Factors , 


segment 




Class 


Installed 




Installed 


Covered 


location 


before 




after 


under 




Nov. 12, 




Nov. 11, 


§192.14 




1970 




1970 




1 


1.1 


1.1 


1.25 


2 


1.25 


1.25 


1.25 


3 


1.4 


1.5 


1.5 


4 


1.4 


1.5 


1.5 



J 

For offshore segments installed, uprated or con- 
verted after July 31, 1977, that are not located on an 
offshore platform, the factor is 1.25. For segments 
installed, uprated or converted after July 31,1 977, 
that are located on an offshore platform or on a plat- 
form in inland navigable waters, including a pipe 
riser, the factor is 1.5. 



— 5> (3) The highest actual operating pres- 
sure to which the segment was subjected 
during the 5 years preceding the applicable 
date in the second column. This pressure 
restriction applies unless the segment was 
tested according to the requirements in pa- 
ragraph (a)(2) of this section after the appli- 
cable date in the third column or the seg- 
ment was uprated according to the require- 
ments in subpart K of this part: 



Pipeline segment 


Pressure date 


Test date 


— Onshore gathering line that first became 
subject to this part (other than §192.612) 
after April 13,2006. 

— Onshore transmission line that was a 
gathering line not subject to this part be- 
fore March 15,2006. 


March 15, 2006, or date line becomes 
subject to this part, whichever is later. 


5 years preceding applica- 
ble date in second column. 


Offshore gathering lines. 


July 1, 1976. 


July 1, 1971. 


All other pipelines. 


July 1, 1970. 


July 1, 1965. 
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(4) The pressure determined by the opera- 
tor to be the maximum safe pressure after con- 
sidering the history of the segment, particularly 
known corrosion and the actual operating pres- 
sure. 

(b) No person may operate a segment to 
which paragraph (a)(4) of this section is appli- 
cable, unless overpressure protective devices 
are installed on the segment in a manner that 
will prevent the maximum allowable operating 
pressure from being exceeded, in accordance 
with §192.195. 

(c) The requirements on pressure restric- 
tions in this section do not apply in the follow- 
ing instance. An operator may operate a seg- 
ment of pipeline found to be in satisfactory 
condition, considering its operating and main- 
tenance history, at the highest actual operating 
pressure to which the segment was subjected 
during the 5 years preceding the applicable 
date in the second column of the table in para- 
graph (a)(3) of this section. An operator must 
still comply with §192.61 1. 

(d) The operator of a pipeline segment of 
steel pipeline meeting the conditions pre- 
scribed in §1 92.620(b) may elect to operate the 
segment at a maximum allowable operating 
pressure determined under §192.620(a). 

[Part 192 - Org., Aug. 19, 1970 as amended by 
Amdt. 192-3, 35 FR 17559, Nov. 17, 1970; 
Amdt. 192-27, 41 FR 34598, Aug. 16, 1976; 
Amdt. 192-27A,41 FR 47252, Oct. 28, 1976; 
Amdt. 192-30, 42 FR 60146, Nov. 25, 1977; 
Amdt. 192-78, 61 FR 28770, June 6, 1996; 
Amdt 192-85, 63 FR 37500, July 13, 1998, 
Amdt. 192-102, 71 FR 13289, Mar. 15,2006; 
Amdt. 192-103, 71 FR 33402, June 8, 2006; 
Amdt. 192-[107], 73 FR 62147, October 17, 
2008] 

§192.620 Alternative maximum allowable 
operating pressure for certain steel pipelines. 

(a) How does cm operator calculate (he al- 
ternative maximum allowable operating pres- 
sure? An operator calculates the alternative 
maximum allowable operating pressure by us- 
ing different factors in the same formulas used 



for calculating maximum allowable operating 
pressure under §192.6 19(a) as follows: 

(1) In determining the alternative design 
pressure under §192.105, use a design factor 
determined in accordance with §192.1 1 1(b), 
(c), or (d) or, if none of these paragraphs apply, 
in accordance with the following table; 



Class Location Alternative design factor 

(F) 

1 O80 

2 0,67 

3 " 0.56 



(1) For facilities installed prior to December 
22November 17, 2008, for which §192.1 1 1 (b), 
(c), or (d) apply, use the following design fac- 
tors as alternatives for the factors specified in 
those paragraphs: §192.1 1 1 (b) 0.67 or less; 
192.111(c) and (d)-0.56 or less. 

(ii) [Reserved] 

(2) The alternative maximum allowable op- 
erating pressure is the lower of the following: 

(i) The design pressure of the weakest ele- 
ment in the pipeline segment, determined under 
subparts C and D of this part. 

(ii) The pressure obtained by dividing the 
pressure to which the pipeline segment was 
tested after construction by a factor determined 
in the following table: 



Class Location 


Alternative test factor 


1 


1.25 


2 


'1.50 


3 


1.50 



For Class 2 alternative maximum allowable 
operating pressure segments installed prior to 
December 22 November 1 7, 2008, the alterna- 
tive test factor is 1.25. 



(b) When may an operator use the alterna- 
tive maximum allowable operating pressure 
calculated under paragraph (a) of this section? 
An operator may use an alternative maximum 
allowable operating pressure calculated under 
paragraph (a) of this section if the following 
conditions are met: 

(1) The pipeline segment is in a Class 1, 2, 
or 3 location; 
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Question 1 

Documentation detailing MOP/MAOP establishment on Line 132. 
Answer 1 

The L132 MAOP was established based on 49 CFR Part 192.a.3, highest operating 
pressure during the 5 year period preceding July 1 , 1970. The specific record is an 
Operator's log at Milpitas terminal. 
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